Brief comment text:

The 900Mhz band has been used by a rich community of enthusiasts pioneering new mesh communication technology not seen elsewhere, as it's the only frequency in the US permitted. Redesignating this frequency would essentially destroy this community and hinder technological development at the expense of civilian engagement in FCC related endeavors. Please do not reclassify this frequency band at the expense of others.
